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T4841 6.62 
42 “arch 1962 


+ y e . 
Sak FOR. 


‘pee upain we are in the process of preparing the Preject and POG 
“gdget for the forthcoming boscui Vear 1963 (1 duly 1962 - 306 dune 1963}. 
Th 49 requested that budgetary estimates he submitted to cover the 
following anticipated procuresents with your Company: 


ae Contractor VYechnical Kepresentative. Jurnish personnal at 
one (1) domestic location and two (25 overseas locations as required 
duriay the period.  stimate should be in sufficient detail to reflect the 
wantity of personnel, the cost involved by a man-month rate and travel and 
oer diem costs. Contract arrangemonts will be ae they presently exist under 
gntract No. Th=7id. 


», “epair and Overhaul of tquipment. Furnish necessary facilities. 
aaterieis and aervices to repair, overleul and/or modify Project ami FOG 
aquipment ag it aay be returned tc the factory fron tine to time. istimate 
stould assume the same level and scope ef operations a6 wae axperienced 
wring FY-1962. Contract arrangements will be as they presently exist 
ander Contract Ho. CH-Te=4h. 


ee “pare Farts, Test rquapment, Modification Hits, Ste. Hurniesh 
such supplies, equipments, components and/or kits as called for 
vstimate should be prepared on the same bagis as be, above. «© ct 
arrangements to be as they prasently exisit under Contract to. Chel T~FO0. 


ugesipt of the above information by 1 April 1962 would be appreciated. 
opiginal and five (5) copies of Contractor's astimates are raqueated. 


“Anoerely, 


st 


ppp_pepl___ nw (3-12-62) 


"astribu : 
Orig - 
1 - C5/DFD FY- Budget = 
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DB ~ RI/PPD Chrono 


Approved For Release roo2ieldieda Rope B00961R000100100031-1 


